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HOLE LOCATIONS FOR MOUNTING DATA SET 


BELL SYSTEM PRACTICES SECTION P90.105 
Teletypewriter and Date Stations Issue 1, September, 1961 
‘ATATCo Standard 
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}OF279 ARE FINISHED IN GRAY GREEN TEXTURED VINYL, 
}OF292 ARE FINISHED IN OARK BROWN WRINKLE, 


2. THE OATA SET MAY BE MOUNTED ON THE RIGHT OR LEFT 
Sloe ‘or THe TABLE aS REQUIRED, 


3. ALL DIMENSIONS ARE IN INCHES. 
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